To: Michaud, John[Michaud. John@epa.gov]; Salo, Earl[Saio. Eari@epa.gov] 

From: Tyner, Lee 

Sent: Tue 8/11/2015 11:29:02 AM 

Subject: FW: EOC Activation and Hours of Operation 8:30am - 6:00pm 


Just got this. Not sure what they want me for, but t will go down at 8:30 to see and report back. 
I did see the invitation from Stacey for a meeting from 12 to 1 :30 and I did accept that. 


From: Oh, Peter On Behalf Of EOC Situation Unit 
Sent: Monday, August 10, 2015 5:08 PM 

To: Schlieger, Brian; Woodyard, Josh; Easter, Patrick; Smith, Terry; Colaizzi, Jennifer C.; 
Tingley, Kevin; Guarneiri, Lisa; Faulkner, Mike; Tyner, Lee; Koglin, Eric; Bowles, Jack; Oh, 
Peter; Grier, Tim; Jones, Steve 
Cc: EOC_Manager,; EOC_Deputy_Manager, 

Subject: EOC Activation and Hours of Operation 8:30am - 6:00pm 


Hello folks, 

If you are receiving this e-mail, you have been identified to help staff the Emergency 
Operations Center for the response to the Gold King Mine Release in Colorado. 
Activation of the EOC begins tomorrow, and our hours of operation (8/1 1 ) will be 8:30 
AM to 6:00 PM. Please report to B433 in WJC North Building and sign the sign-in sheet 
when you arrive. 


You do not need to bring any IT equipment with you. Thanks in advance for helping 
with this response, and let me know if you have any questions. 


Pete Oh 

EOC Situation Unit 
202-250-8919 
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